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reporx, including a sketch. 

concerning tee manufacture of anti-aircraft instruments at the G amma 

°V7- Budapest - sketch is designated as a represenation either 

of tr..e .teiguo ...adicator” or the "angle indicator” of* an R.II 202 (19^8) 
an. -airerait director. Although outdated and vague, the report is being 
made a valla ole for v.!iat value It may have. 8 
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diaiors for the Hungarian Army. It employed 3,000 - 3,500 workers. The 

♦ 

predictor instznjBaents which were actually fitted to 85- mm. A. A. guns were 
Type R.II 202 (1938), model). They comprise a height reoorder, angLe re- 
corder and a time fuse setter. The maximum accurate hei^it was 16,000 
mei^s. The planned production for 1955 was 60° - 800. 

2, Attached at Appendix 'A* is a drawing either 

the hei^it indicator or angLe indicate r. No further details are available. 
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Etaergenoy 

Handle 


"In dicator 

Lamp" 

(name plate) 


Scale A 


XxXKS 


j Press Button. 
Lights Red Bulb 
■ and shows current 
going through 
oircuit. 


Indicator needles on Soales A & B must show identical readings 
to show gun on target. 

Emergency handle only to be used in case of power failure and 
if needles at (l) above showed varying readings. 


SECRET 


Sanitized Copy Approved for Release 2010/03/10 : CIA-RDP80T00246A0356001 50001-0 





